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TOTAL VOLUME 


TOTAL SHARE 


WEEKENDING 4/8 

| WEEKENDING 4/8 
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ACTUAL 
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FSA5I 

ACTUAL 

DIFF. 

7,895 

10,171 

2,276 
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105 

7.83 

7.11 

-0.72 
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QUARTER TO DATE | 

| QUARTER TO DATE 
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DIFF. 
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DIEE 
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742 

1 

8.44 
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YEAR TO DATE 


! YEAR TO DATE 


FCAST 

120,169 

ACTUAL 

126,407 
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50,374 
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36,081 
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7.47 

-0.13 
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7.19 
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